From:  Vianu,  Libby 

Location:  Room  803 

Importance:  Normal 

Subject:  Gold  King  Region  9 Toxicologists  Call 

Start  Date/Time:  Thur  8/13/2015  4:00:00  PM 

End  Date/Time:  Thur  8/13/2015  5:00:00  PM 

Gold  King  Spill  Response 


Nonresponsive  Conference  Code 


1790025 


ED  000552F  00000004-00001 


